From: 

Piro, Peter (DPH) 

Sent: 

Monday, February 20, 2012 11:10 AM 

To: 

'Rouvalis, John ' 

Cc: 

Massif, Julianne (DPH); Servizio, Paul (DPH); 


(DPH) 

Subject: 

Controls 


Clemmer, Jill (DPH); O'Brien, Elisabeth 


Hi John, we’ll need new controls for the new submissions. Two morphine vials, 5 lorazepam carpujects and two 
midazolam vials should take care of our needs for the second round of testing. 

Thank you, 

Peter Piro 

GC/MS Laboratory Supervisor I 
Department of Public Health 
Hinton State Laboratory Institute 
Forensic Drug Laboratory, Rm 361 
305 South] Street 
Jamaica Plain, Ma 02130 
617-983-6634 
Peter.Piro@state.ma.us 
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